FIRST  BAPTIST  CHURCH 
Main  Street 
Greeneville,  Tennessee 

On  this  site  originally  stood  the  House  of  Robert 
Kerr,  where  were  held  sessions  of  the  Upper  House 
of  the  State  of  Franklin.  The  first  sessions  of 
Greene  County's  Court  were  also  held  here.  The 
Baptist  Church  established  in  1872,  was  moved  to 
its  present  location  in  1948. 


ColorKin; 


00 

CO 

4) 
«e 
w 
« 

e 

e  > 

ft)  • 

t-'  ft) 

tie  >- 


photo  by  Eva  Woodring 


.5 
>> 

e 

o 

158421 


POST  CARD 

Address 


